Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 10/19/2010 3:41:57 PM 

To: Ron hawkes [hawkes@facil.umass.edu] 

CC: Pocsik Mark [mpocsik@facil.umass.edu]; Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: FW: Morrill 224B 

Ron, 

Dave will have the lock installed later today. Please let me know when you have a chance to complete the 
alarm. 

Thanks, 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(1)413-545-6516 

(o|^H 

(F) 413-545-3684 
slobik@facil.umass.edu 


From: Dave Cobb rmailto:dacobb@facil.umass.edul 
Sent: Tuesday, October 19, 2010 11:39 AM 
To: Lobik Stephen 
Subject: RE: Morrill 224B 

Sure, the lock comes with one anyway. I’ll let you know when it’s done. 
Dave Cobb 


From: Lobik Stephen 

Sent: Tuesday, October 19, 2010 11:05 AM 
To: David Cobb 
Subject: Morrill 224B 

Dave, 

Can you install a strike plate when you install new hardware on the door into 224B in Morrill? Please let me 
know. 
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Thanks, 


Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 
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